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E.O. 11652: N/A 

TAGS:ASEC 

SUBJECT: PASSIVE IR ALARMS 

MOSCOW FOR TSO, RSO; FRANKFURT FOR AOIC/RTC; FROM 
SY/OPS/T 

REF: MOSCOW 2167 

1 . REQUESTED ALARM SYSTEMS HAVE BEEN ORDERED AND WILL BE 
FORWARDED TO TSO MOSCOW WHEN RECEIVED. 

2. SUGGEST TSO QUERY RTC FRANKFURT TO DETERMINE THE 
AVAILABILITY OF IR ALARMS FOR USE AT AMEMBASSY MOSCOW. 
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